Approved For Release 2002/08/21 : CJA-RDP89B00569R000200050089-1 


I827Z 08 DEC 62 


TOPSZ OREL fit 


==2B © 


25X1 A 


DIRECTOR 


OSA C i"2-3”4'’5-6-7-8-9*» 10-11- 12" 13- 14r^j? 
S/C CIS) . , H 

TOR i 92 1 Z 08 DEC 62 

25X1 A - - 



ROUTINE 



IN 58518 


017S 


i« REF A HQ ADVISES THAT MSN 3203 HAS BEEN DELAYED 24 HRS, 

2® ALL TIMINGS FOR 10 DEC SCHEDULE REMAINS THE SAME AS INDICATED 




